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19 August 1977 


25X1A 


MEMORANDUM FOR: 
ATTENTION : 

SUBJECT : 

REFERENCE : 


Office of General Counsel 

Report of Audit Pro.iect^ ^^^^^^^^ 

Report of Audit, Project as of 30 April 1977. 

To D/OTS from C/Audit Staff, dated 6 May 1977 


25X1 A 
25X1A 


25X1A 

25X1A 


1. (S) Recommendation #8 of Reference Audit Report proposed 
th^t^oui^iffice review certain material generated under Project 

order to determine its possible patenting. 

2. (S) The drawings ,sketches, test results and detailed pro- 
cedures and manuals from are presently available. Any 
future material submitted to OTS will be forwarded to your office 
for review. Technical personnel from OTS will be available to 
discuss any questions you have in respect to the iss uance of any 

patents derived from the development of equipment 25X1 A 


cc: Audit Staff 


/ Deputy Director 
Office of Technical Service 


25X1A 





said there was 
taken at this time. 
8/23/77) 


no 

(Re 


25X1 A 

25X1A 

25X1A 


Helena 
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